KENWOOD as 


SERVICE BULLETIN amateur ravio_ 


SUBJECT nc_9395 ALC LEVEL DRIFT 28 MHZ CW 


Some users have reported that the ALC meter indication 
occasionally jumps during long key down periods on the 28 Mhz 
portion of the bands. The symptom may be caused by the ground 
foil of the Final Unit (X56-1436-@8) comming in contact with one 
Or more of the projections on the final heat sink, due to 
expansion when the temperature rises. 


Apply mylar insulating tape to the projections on the heat sink, 
to prevent reoccurance of this symptom. See figures below. 


Final Heat sink 


| , | 5 ee tape 


Notes: This bulletin is applicable to units prior to serial 
number 3888881. | | 
Time required for this modification is 1/2 hour or less. 
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